From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Medina, Nicole (DPH) 

Friday, January 20, 2012 8:53 AM 
kruja.jean@dol.gov 

Corbett, Kate (DPH); Clemmer, Jill (DPH) 

FW: Wet shower in nursing room @ 305 South Street 
IMG953624.jpg 


Hi Jeannie, 

I am forwarding this picture to you b/c the shower has been dry until yesterday so Kate took a picture to illustrate 
that there is a puddle in the shower. If the janitor isn't using this to fill and empty wash buckets then someone 
must be showering in there. The big push for the deadbolt from Grace & Ceci was that “anyone" can get the key 
from the mail box on the second floor and it seems that this must be happening b/c it's my understanding that the 
janitor has been restricted from the locker room. It was also my understanding that they were thinking of 
installing a combo type of lock for the door and each mother would have her own combo to gain access; with the 
partitions or curtains and the combo type lock this might work well. There is another mom in the building (I don't 
know her name but I have seen her with a pump bag and she has a birth announcement on her office door) that I 
know is pumping but I think that she has her own shared office that she must be able to use but if the office was 
unavailable to her at any time I imagine she would need to use the room so there really is a potential for a problem. 

Kate recently heard of a situation @ Children's Hospital that there was a line of 5 mothers waiting to get into the 
only area designated to express and this is what we are hoping to avoid. Grace & Ceci did state a concern in one of 
the emails that as more mothers return to work there is an increased demand for the use of the room so I really 
don't understand the reasoning on making it single use. 

Nicole E. Medina 
Chemist II 

Mass. Dept, of Public Health Drug Laboratory 
305 South Street, Jamaica Plain, MA 02130 
phone: 617-983-6630 
fax: 617-983-6625 


From: twixaholic@comcast.net Fmailto:twixaholic@comcast.net1 
Sent: Friday, January 20, 2012 8:31 AM 
To: Medina, Nicole (DPH) 

Subject: Wet shower in nursing room 


Connected by DROID on Verizon Wireless 


-Original message- 

From: 6176861449(5)vzwpix.com 

To: twixaholic(5)comcast.net 

Sent: Thu, Jan 19, 2012 16:10:51 GMT+00:00 

Subject: Fwd: 
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Corbett email PRR 019053 






This message was sent using the Picture and Video Messaging service from Verizon Wireless! 

To learn how you can snap pictures and capture videos with your wireless phone visit 
www.verizonwireless.com/picture . 

Note: To play video messages sent to email, QuickTime^ 6.5 or higher is required. 
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